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The International ClearMirror"" is an electrical bathroom mirror 
defogger that can't be seen; yet it allows you. to see in steamy bath- 
room conditions. The International ClearMirror"" is a thin pad 
(1mm thick) that adheres to the back of your mirror and heats, 
preventing condensation. With the simple flip of a switch. The 
International ClearMirror " leaves the reflected image clear and fully 
visable. It can be wired to the same power supply as your bathroom 
light, exhaust fan or to a separate source. To accommodate all 
bathroom styles and layouts, we offer a variety of sizes to meet your 
specific needs. For a defogging system that reflects your international 
requirements and used for years in hotel properties around the world. 
The International ClearMirror™ is the clear choice. 


Special features of The International ClearMirror™ include: 

-Quality. The International ClearMirror 1 '" technology has been used for over 10 years 
throughout more than 6,000 of the most exclusive hotel and resort rooms in Europe. 

-Standard Sizes. We offer the following 
standard sizes, making 
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TUV 



US 


LISTED 


conducive ro most bathroom mirrors: 


(custom sizes and shapes are also available) 


16102-11132401 
16102-12182401 
16102-16242401 
16102-20282401 
16102-24322401 
16102-28352401 


290mmx340mm 
300mmx500mm 
400mmx600mm 
500mmx700mm 
600rnmx800mm 
70Qmmx900mm 


-The standard voltage. 220/240-volt meets most international electrical standards while 
alternative voltages are available. All International ClearMirror™ defoggers are CE and VDE 
certified and C-UL listed. TUV designation is available at additional cost. 

-Shipping near you. The International ClearMirror"' production facilities are centrally located 
in both Europe and the United States, which provides you with rapid, economical delivery 
options. Most large order have a lead-time of less than 4-weeks. 



View installation details and specifications at our web site: 


www.clearmirror.com 

E-mail: sales @clearmirror. com 


651.714.2362 North America 877.242.5327 
Fax 651.739.0403 
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